Toccata 15 
(No. 1 מו‎ C Major)* 


MICHELANGELO ROSSI (16? -16 2) 
Transcribed by Béla Bartók 
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* .סא‎ I from the “Dieci Toccate per Cembalo od Organo" (Ten 1 0009085 for Cembalo or Organ). 
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